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- LIBRAR Eien edition of the Med@ical Supply Catalog con- 
Peteis of th¢ following: 


aSF MED I introcuction 

adSk MED IL «-« Index 

ASP MiD TIT ~ List of items for troops, posts, 
cnmps and atations 

.»OF MED IV « Sets, small essemblios, kits anc 
chests | 

Errata Shect» Ono pare, 


De In accition ta tho above WD components, the Medical 
coply Gatalors, to bo usable in the ETO, must contain the follow- 


eng components prepnrec and puplishod by the Office of the Chien. 
Burceon, Supply Divis Lon, Hg, BYOUSA, | 


ETO Insert #1 - “Itens in the noneavailable or 


Revised 
limited availability category." 


ETO Inscrt #2 - “Items availatle for iss Uc, but which 


do not appear 4n catalog," 
ETO Insert #3 - "Carciocraph paper chart." 
a : Class "A" Substitution List, 
RYO Non-Standard Listing 


; 2. The ETO Inserts referred to in: par 1 above will be repub- 
Bui shed from time to time as circumstances cietate. The WD ehange 
this Pheatecr, any 


‘shoets to the .SF Cateloz will nok be usen in 
Ceasireoc Go refloct in this Theater will be in- 


mchanses which it is 
oe the ETO Inserts. These revisions are avail=- 


pclucec in revisions 
fable by roguigitioninge on Depot E-407, PO 887, on the Continent, 


es Medical Section G-30, »PrO 413, in the UK, 


Se the commanding 


to assure that ell Stock Recor? Cards ano 
form to-the now nunmboir, 


officers of cll units which maintain stock 


4 
recorcs of Medical Departnent supplies wilt take the necessary steps” 
stock are changed to con-— 


nomencinture and unit as shown in the 1944 . 


a ie 


sat 


ron Cigits, in oe M py canobs bee. hase 
rture ‘sand: ik a8 Welk, Class 1K ditens Bae oan 
assigned new Class 1 nunbors. 


es “Will fey a erer t care ee 
cmaber, SPONGE LEGIT anc. unit is beine ‘used on all 


Ri? ae KT 0 Medical Desarenen’. equi puent ees now in 
cater Co not conform to the 1944 catslos listings in 
1 equipment lists authorizec for use in this Thoator c 
esent being revised ois will be a istributed to conce synod, 
ton/tically as soon ss available. Until such timo as the 
uipnent lists are pened MeCiteal Supply Officers will — x 
ery effort to assure that requisitions .are being prepared — 
y by making refercnce to the 1944 edition of the ca gues 


By order of the Chief Surgeon: 


LA 0L4 | 
| H. W. DOAN, 
Colonel, Medical ‘Corp 

Exccutive Officer, 


